ACETYLENE: 

Flammable Range. 120 
Arrcrart Fire: 

Boston, Mass., April 20, 1974. 66 
ALarM DsELayYep: 

Employees Fought Fire. 66 
AvsTRALIA: 

Fire Statistics, 1973. 67 


Bastuert, Iux.: 

Restaurant Fire, June 16, 1974. 65 
BELerum: 

Fire Statistics, 1973. 67 
BrmontTaty Fire Recorp 63 
Boston, Mass.: 

Aircraft Fire, April 20, 1974. 66 


Casinet, FLAMMABLE Liqupb: 

Sprinklers Put out Fire in. 65 
CAaNnaDA: 

Fire Statistics, 1971. 67 
Crmine Space: 

Fire Spread in. 65, 66 
CHEMICALS: 

Combustion Products. 119 
Cuvus Fire: 

Nightclub, Port Chester, N. Y., June 30, 1974. 5 
CoMPUTER: 

Halon Flooding System, Testing. 105 
Computer Room: 

Incendiary Fire in. 66 


Dara, Fire; 

National Fire Data System. 91 
Day-Care Center Fire: 

Huntington, W. Va., March 10, 1974. 54 
DEFINITIONS: 

National Electronic Injury Surveillance System. 93 
DENMARE: 

Fire Statistics, 1972. 67 


Derection System, Heat, UNSATISFACTORY PERFORMANCE: 


Partial System. 55 
Derecrors, SMOKE: 

Elevator Recall by. 79 

How They Operate. 69 

Need for, Case Histories. 11 

Performance Reports. 63, 64 

Recent Advances. 69 
Discorueque Fire: 

Port Chester, N. Y., June 30, 1974. 5 
Dorarrory Fire: 

School, Heusden, Belgium, Jan. 23, 1974. 63 
Dwe.uine Fire: 

Pasadena, Md., July 14, 1974. 63 

Smoke Detector Case Histories. 64 
DWELLINGS: 

Escape Planning. 10 

Fire Extinguisher for. 58 

When Fatalities Occur. 10 
DyYNaMITE: 

Compared to Gasoline. 119 


Eperwarer, Mp.: 

Deep Fat Fryer, May 9, 1974. 65 
Eprroriau: 

Sprinklers, 100 Years of Service. 3 
Evecrric Wrrine: 

Fire Caused by. 64 
EvecrricaL EquIPMENT: 

TV Sets, Lightning Damage to. 119 
EvecrricaL EquipMENT FIRE: 

Light Bulb. 63 

Photo Flood Lamps, Heat Ignited Foam. 18 
ELEVATORS: 

Building Code Requirements. 80 

Recall by Smoke Detectors. 79 
Escape: 

Dwe.uine Pian. 10 

Successful from Dwelling. 12 
EVACUATION: 

Shopping Center, Successful. 66 
Exrrs: 

Substandard, Fatal Fire. 63 

Substandard, Fatalities. 7 


FIRE JOURNAL — NOVEMBER 1974 © 117 


Subject Index 


EXPLosion: 
Natural Gas. 28 
EXTINGUISHERS: 
Selecting for the Home. 58 
ExtincurisHine System, Dry CuHemicat, Unsatisractory Per- 
FORMANCE: 
Probably Not Recharged. 65 


FATALITIES: 
Fireworks, 1974. 86 
Smoke Inhalation. 55 
FINuanD: 
Fire Statistics, 1973. 67 
Frre in Print: 
Bomb Threats and Bomb Search Techniques. 112 
Fire Protection Manual for Hydrocarbon Processing Plants. 112 
Fire Suppression and Detection Systems. 111 
Proceeds of Seventh Annual Meeting, ICFF, Dec. 5, 1973. 111 
FrrEWorES: 
Incident Survey, 1974. 86 
Public Displays, Injuries, 1974. 88 
Fort LAUDERDALE, Fua.: 
Manna Firs, March 5, 1974. 64 
FRANCE: 
Fire Statistics, 1973. 67 


Garaoe, Repair, Fire: 
Houlton, Me., June 29, 1974. 65 
Gas Fraes AnD EXPLOosIONs: 
Natural Gas. 28 
GasOLINE: 
Compared to Dynamite. 119 
GERMANY: 
Fire Statistics, 1973. 67 


Haton 1301 Extinecuisuine System: 

Testing Computer Installation. 105 
HEATING-AND-COOKING EquiPMENT Fire: 

Deep Fat Fryer, Edgewater, Md., May 9, 1974. 65 
Hevspen, Be.eorum: 

Dormitory Fire, Jan. 23, 1974. 63 
Hieu-Rise Bui.pines: 

Automatic Recall of Elevators. 79 

Building Codes on Elevators. 80 
Hosprrau Fire: 

Washington, State of, March 1 — May 31, 1974. 35 
Hospirats: 

Fire Safety Program, Washington. 33 
Hovutrton, ME.: 

Garage, Repair, Fire, Houlton, Me., June 19, 1974. 65 
Housing and Community Development Act, 1974: 

Provisions Relating to Fire. 99 
Huntineton, W. Va.: 

Day-Care Center Fire, March 10, 1974. 54 


Incenp1ary (Suspicious) Fires. 8, 51, 64, 65, 66 
INSULATION, URETHANE: 
Ignition of Cutting Torch. 65 
INTERIOR FrnisH, COMBUSTIBLE: 
Fire Spread over. 65 
ITALY: 
Fire Statistics, 1973. 67 


JAPAN: 
Fire Statistics, 1973. 67 


LarGe-Loss-or-Lire-F ire (10 or more deaths) : 
Heusden, Belgium (Dormitory) (23). 63 
Port Chester, N. Y. (Nightclub) (24). 5 

Lerrers TO THE AssociATION. 119 

LIGHTNING: 

Damage to TV Sets. 119 


Marina Fire: 

Fort Lauderdale, Fla., March 5, 1974. 64 
Maywoop, ILt.: 

Store Fire, July 8, 1974. 66 
Mos1ie Home Fires: 

Smoke Detector Case Histories. 63, 64 
Monrtreat, P. Q., CANADA: 

Rubber Products Manufacturing Plant Fire, April 25, 1974. 65 
Moret Fire: 

Tusayan, Ariz., May 13, 1974. 63 
Movie Srupi0 Fire: 

W. Hollywood, Calif., May 6, 1974. 16 





118° FIRE JOURNAL — NOVEMBER 1974 


NaTIonaL Bureau or STANDARDS: 
National Fire Data System. 91 
National Evecrronic Insury SURVEILLANCE System: 
Defined. 93 
NaTIonaL Fire Data System: 
Status Report, NBS. 91 
National InstrTuTe or Buripine Scrences: 
Purpose. 100 
National Mobile Home Construction Act, 1974: 
Establishing Safety Standards. 99 
NETHERLANDS, THE: 
Fire Statistics, 1973. 67 
New York, N. Y.: 
Office Building Fire (Gas Explosion), April 22, 1974. 28 
New ZEALAND: 
Fire Statistics, 1973. 67 
NFPA Copegs, Stanpanrps, Erc.: 
No. 10, Extinguishers for the Home. 58 
NFPA Liprary Accessions. 114 
Norway: 
Fire Statistics, 1973. 67 
Nureinec Home Fire: 
Washington, State of, March 1 — May 31, 1974. 35 
Nursine Homes: 
Fire Safety Program, Washington. 33 


Orrice Bui.pine Fire: 
New York, N. Y. (Gas Explosion), April 22, 1974. 28 
Santa Ana, Calif., June 23, 1974. 66 

Operation EpitH: 
Described. 13 


PasapEna, Mp.: 

Dwelling Fire, July 14, 1974. 63 
PLastTics: 

Fire Research. 23 

Foamed Polyester Polyurethane, Fire in. 16 
POLYURETHANE: 

Foam Furniture, Fire in. 55 

Foamed, Fire in. 16 


RESEARCH: 
Plastics. 23 
RESIDENTIAL OccUPANCIES: 
Selecting Fire Extinguishers. 58 
ResTAURANT Fire: 
Bartlett, Ill., June 16, 1974. 65 
Edgewater, Md., May 9, 1974. 65 
Rvusper Propucts MANUFACTURING PLANT, Fire: 
Montreal, P.Q., Canada, April 25, 1974. 65 


Santa Ana, Cauir.: 
Office Building Fire, June 23, 1974. 66 
ScHoou Fire: 
Junior High, Westport, Conn., June 3, 1974. 50 
Socigery or THE Piastics InpvetRY: 
Fire Research Program. 23 
Souruwick, Mass.: 
Warehouse Fire, June 26, 1974. 64 


SPRINKLERS: 
Hundredth Anniversary. 42 
Past, Present, Future. 42 
100 Years of Service (Editorial). 3 
Self-Supervision. 43 
Sprinxkiers, Satisracrory Perrormance. 65, 66 
SrarTistics: 
Fires, International, 1973. 67 
National Fire Data System. 91 
Srore Fire: 
Multiple Occupancy, Maywood, Ill., July 8, 1974. 66 
Shopping Center, Warson Woods, Md., April 29, 1974. 66 
SweEpEn: 
Fire Statistics, 1973. 67 
SwirTzeRLanp: 
Fire Statistics, 1973. 67 


Tanks, WATER: 

Pressurized, No Relief Device. 30 
Tusaran, Anriz.: 

Motel Fire, May 13, 1974. 63 


Unrrep Kinepom: 

Fire Statistics, 1973. 67 
Unrrep States: 

Fire Statistics, 1973. 67 


WareEnouse Fine: 

Tobacco Barn, Southwick, Mass., June 26, 1974. 64 
Wanrson Woops, Mp.: 

Store Fire, April 29, 1974. 66 
WasHINnGTON, State OF: 

Fire Safety for Medical Facilities. 33 
WassincTon Fire Lines: 

Omnibus Housing Legislation, 1974. 99 
WELDING anv CurTING: 

Fire Caused by. 65 
West Hottyrwoop, Cauir.: 

Movie Studio Fire, May 6, 1974. 16 
Westport, Conn.: 

Junior High School Fire, June 3, 1974. 50 


Author Index 


Bascock, Cuester I. 3 
Buarr, Joun A. 23 
BRENNEMAN, JAMES J. 105 
Bricut, Ricuarp G. 69 
Brown, Ron. 33 
Cuanpuier, Lez T. 79 
Cuarney, Marvin. 105 


Hvueues, J. Tuomas. 100 
Laturop, James K. 5, 16, 50 
O’Nem1, Antuony R. 10 
Prerce, Wiu1aM M. 111 
RaGouavan, Kamaua. 114 
Ruopes, Jack. 42 

Suarry, Jonn A. 28, 54 
Tovey, Henry. 91 


Advertiser Index 


American Nursing Home Association 

American Iron & Steel Institute 

Ansul Company 

Atlas Sound 

Autocall, Division of Federal Sign & Signal Corp. ...... 
“Automatic” Sprinkler Corporation 

“Automatic” Sprinkler Corporation 

BASF Wyandotte Corporation 

B.R.K. Electronics 

Bilco Company 

Chemetron 

Collins Machinery 

ES ch kits WepAca en spa eeenens seks bose 
Detector Electronics Corporation 

Diamond Shamrock Chemical Company 

E. I. DuPont de Nemours & Company, Inc. ............ 
Factory Mutual System 

Fire Equipment Manufacturers’ Association, Inc. ........ 
NN So dis ub eh lok soa Wae ySbw ees 104 
Flame Gard, Inc 53 
G & W Gamewell Alarmtronics 


Grinnell Fire Protection Systems Co., Inc. Inside Front Cover 


ates Bia Bat ai ioc span ee Cas oe ORs eee 47 
Hochiki America Corporation, Alpha-Larm Division .... 31 
NE BRR etree eeu sh aasihies +c5.koe tee 56, 57 
Ives, Division of Leigh Products, Inc. ...............: 
Kennedy Valve Manufacturing Company, Inc. ......... 
Walter Kidde & Company 

LCN Closers 

National Fire Protection Association 

National Foam Systems, Inc. satiate ta 9 lass tales hin wie eae 
ER cua hake sce hweee a ets an ewes’ 9 
NN dha catnit can ve kine melee bank an wa bens 60, 61 
coh ie Vk a 5 a pins sock 4s Ad Back Cover 
ee CORONERS, TAD... 5. os cc wccccc oc cv eseksane 
Raisler Corporation 

Reliable Automatic Sprinkler, Inc. ..................5. 
Rixson-Firemark, Inc. 

Star Sprinkler Corporation 

Statitrol 

3M Company 

TRW Mission Manufacturing Company 

Victaulic Company of America 

Viking Corporation 


















